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SUMMARY 

This memorandum is Osdene's report to Wakeham of 
a meeting of CTR staff, SAB, and industry scientists to 
discuss inhalation machines. Also present was H.H. 

Ramm, counsel to R.J. Reynolds. 

Osdene reports, inter alia . that "Ramm was not 
pleased" when a Brown & Williamson scientist submitted a 
grant application on behalf of the University of 
Kentucky to the SAB for the construction of an 
inhalation machine. Osdene also states in the course of 
the report: "Discussions which were quite heated 
developed between Loosli [of the SAB] and the CTR staff. 
Loosli resigned as chairman of the SAB planning 
subcommittee." 

Finally, Osdene reports: "CTR staff is 
demoralized and unsure of the future direction of the 
organization. There also appears to be conflict between 
SAB and the lawyers. The meeting continued." 

Under the court's post-1966 ruling, this document 
should be excluded in its entirety, since it deals 
exclusively with CTR and CTR research post-1966 and 
would not be relevant to the suppression of third party 
claims. 


CROSS POINTS 

1. Harris should acknowledge that this 
memorandum describes a special meeting between CTR and 
the SAB to discuss inhalation machines. It is clearly 
not a regular meeting of the SAB. Also, the SAB in this 
meeting clearly did not perform any of its recognized 
functions (—i.e., grants were not considered, etc.). 

2. The fact that the members of the SAB had 
conflict with the lawyers and some members of the CTR 
staff merely confirms the independence of the SAB. The 
memorandum shows that the SAB was not pushed around by 
CTR or industry lawyers but operated independently. 


Source: https://www.industrydocuments.ucsf.edu/docs/zmpv0003 
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